PHILIP MORRIS 

U.S.A. 

RESEARCH CENTER, 615 MAURY STREET, RICHMOND, VIRGINIA 23224 TELEPHONE (804) 274-2000 

August 17,2002 


Mr. James Wilson 

Clinimetrics Research Associates, Inc. 

5285 Hellyer Avenue 
San Jose, CA 95138-1002 

Re: Project Agreement Number 3 for Philip Morris Project No. ScoR2003- 
6/01/02 entitled “A Randomized, Controlled Study Comparing the Short Term 
Exposure to Smoke Constituents of Marlboro Ultra Lights and ScoR2003-6 
Cigarettes (Test Cigarette J5) in Adult Smokers During Controlled Smoking” 


Dear Mr. Wilson: 

Please find enclosed Project Agreement Number 3 as mentioned above between Philip 
Morris, Inc. and Clinimetrics, Inc. 

Please sign both originals enclosed and return them to me at the address listed above. I 
will have them signed by a designated Philip Morris Officer and will return a fully 
executed copy to you. 

If you need anything further, please feel free to contact me at (804) 274-2090. 

Thank you. 

Sincerely, 

Caxjifitcu-. 

Loreen L. Carchman 

Manager, Worldwide Scientific Affairs 

Enclosures (2) 

cc: V. King 
B. Linner 


PM3006787162 

Source: https://www.industrydocuments.ucsf.edu/docs/hqmx0001 



